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UNCLASSIFIED 

PAGE 01 FRANKF 00210 100956Z 
20 

ACTION EUR-06 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /014W 

061407 

R 100916Z JAN 74 
FM AMCONSUL FRANKFURT 
TO SECSTATE WAASHDC 6242 
USDOC WASHDC 
INFO AMEMBASSY BONN 

UNCLAS FRANKFURT 0210 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: WTDR BFI-ELEKTRONIK GMBH 
REF: USDOC 19247 

1. ADDRESS: POSTFACH 700226, 26-28 HAINERWEG, 6000 FRANKFURT/ 
MAI,, WEST GERMANY, CABLE: BEFIRON, TELEX: 412164, PHONE: 

061 1-617099, OFFICERS: FRANK W PARKER, MANAGER, KURT 
SCHRAMM, ASST. MANAGER. 

2. THE FIRM WAS ESTABLISHED IN 1960 AS A SUBSIDIARY OF THE 
AMERICAN FIRM B. FREUDENBERG INC. 50 ROCKEFELLER PLAZA, 
NEW YORK NY 10020, FOR THE SALES REPRESENTATION ON THE 
EUROPEAN MARKET OF A NUMBER OF AMERICA MANU- 
FACTURING FIRMS. THE SALES PROGRAM COMPRISES ELECTRONIC 
COMPONENTS. TEST AND ELECTRONIC CONTROLLING EQUIPMENT, 
SEMICONDUCTOR MANUFACTURING EQUIPMENT. COMMUNICATION 
EQUIPMENT AND COMPUTER EQUIPMENT. BFI WORKS WITH 15 
OFFICE EMPLOYEES. 

3. FINANCIAL REFERENCES: ALLGEMEINE ELSASSISCHE BANK- 
GESELLSCHAFT AG, BRANCH KARLSRUHE, TRADE REFERENCES: 
AFFILIATED MANUFACTURERS INC US ROUTE 22. WHITEHOUSE, 

NJ 08888 AND SEE ITEM 4. 

4. FOREIGN FIRMS REPRESENTED: AFFILIATED MANUFACTURERS INC. 
WHITEHOUSE, NJ; AUTOMATED BUSINESS SYSTEMS. DIV OF 
UNCLASSIFIED 

UNCLASSIFIED 
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LITTON INDUSTRIE, CARLSTADT, NJ; BTU ENGINEERING CORP, 
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WALTHAM MASS, E E BARTON CO, SAN FERNANDO, CALIF.; 

CIPHER DATA PRODUCTS INC, SANDIEGO, CALIF; HELLER INDUSTR. 

INC, LIVINGSTON , NJ, THESES ARE THE SIX MOST IMPORTANT OF 
ABOUT 45 US FIRMS REPRESENTED. 

5. THE FIRM IS REGISTERED AS A CORPORATION ON SHARES WITH A 
NOMINAL CAPITAL OF DM 250,000, OVER 90 PERCENT HELD BY B 
FREUDEN-BERG INC. THE LAST ANNUAL VOLUME OF BUSINESS GIVEN IS AT 
ABOUT DM 60 MILLION.THE FIRM HAS A GOOD REPUTATION AND 

ITS FINANCIAL SITUATION APPEARS TO BE ORDERLY. NO DERO- 
GATORY INFORMATION WAS RECEIVED ON PAYMENTS 
OR OTHERWISE. RECOMMENDED AS A GOOD BUSINESS CONTACT 
FOR US FIRMS. 

6. INFO 01/74 PREPARED BY P BARTOLSIX AND APPROVED 
BY A L VELER.HARLAN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974FRANKF00210 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: FRANKFURT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740151/aaaabwgg.tel 

Line Count: 77 
Locator: TEXT ON-LINE 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: USDOC 19247 
Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUL 2002 by daviscw>; APPROVED <21 -Nov-2002 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR-BFI-ELEKTRONIK GMBH 
TAGS: BEXP, GE 
To: STATE 
Type: TE 
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